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Smith Expands Line 





60 NEW MODELS 


| To Be Made 
By Permaglas 


— 


Here’s how one manufacturer meets the growing needs of customers... 





N EW engineering and styling are planned for 60 new warm I 
. air furnaces and summer air conditioner models which will 
be added to the A. O. Smith Corporation line in 1956. The 
et 
ij Permagias 





Permaglas division, Kankakee, Illinois will manufacture the 
new models with production dates ranging from January to 
summer. 

The new heating and air conditioning lines by the end of 





; 1956 will include 82 models in both gas and oil fired types, 
ranging from 70,000 to 245,000 Btu per hour input ratings. 
Depending on model, type and size, that may be as small ae ; 
as 14 in. wide and 25 in. deep, the new units can fit almost eS — | FAT 
A anywhere in a home. The standard Lo-Boy model will be only =" s| | 
38 in. high. The absence of exposed controls will add to this r ere ie i 
, adaptability. || | j 
1 The new furnaces will have color. The hooded “Permaglas” If MM | TD 
4 insignia across the top-front will be done in frosted copper sil il Hy Wa 
r finish. The cabinet itself, except for the front, will be in grey : TE Hill Ht it 
ft hammerloid finish, and the front is a high-temperature alumi- . HL 
f num panel. There are no handles on the exterior of the units, HT 
: and a built-in draft diverter has enabled the designers to save 


an average of eight inches in over-all height of these units. 

The furnaces will be competitively priced. New models will 
bear prices ranging as much as 25 per cent lower than current 
units. 

First units to reach the market are the 22 units of gas-fired 
furnaces in the Lo-Boy, Hi-Boy and Downflow models rang- 
ing from 70,000 Btu per hour input to 150,000 Btu per hour 
with companion two, three and five ton cooling units, air- 
cooled and water-cooled condensers. With variations in 
model for either belt or direct drive through the 100,000 Btu 
per hour range of capacity, this brings to 54 the first grouping 
of new models to reach the market in 1956. 

Six additional gas-fired models ranging from 175,000 to 
200,000 Btu per hour will be available in June, 1956. 











Lo-Boy and Hi-Boy 1956 Permaglas Models 
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SIXTH Sa. 3 
STRAIGHT 
YEAR 

OF INCREASED 
SALES 







In 1955, C/W pipe sales again increased over the 
previous year. This is the sixth straight year that 
SPI’s sales have shown a substantial increase. 


Here again is proof of the industry's acceptance of 
the fact that SPI has all the machines, methods, and 
procedures necessary to produce the finest coated 
and wrapped pipe, and that SPI personnel has 
constantly made certain that your pipe has been 
delivered in time to meet your schedules. 


THROUGH 
FREIGHT 
RATES AT 


THE ST. LOUIS 
GATEWAY 





standard pipeprotection inc. 
~~ 3000 SOUTH BRENTWOOD BLVD.+ ST. LOUIS 17, MISSOURI 


By ranging downward to the 70,000 
Btu per hour capacity, and with an 
85,000 Btu per hour model behind it, 
the line becomes more attractive to 
new home installations than was the 
former single 100,000 Btu per hour 
line. The smaller sizes of the new fur- 
naces will be aimed to sell for smaller 
new home installations. 

At the other end of the scale, how- 
ever, larger old homes faced with re- 
placement of heating systems usually 
require higher input ratings than 100,- 
000 Btu per hour. The new large size 
furnace models in the line are aimed 
at this replacement market and for use 
in custom-built homes. 

The ceramic coated heat exchanger 
which has been a top feature of the gas 
furnace to date, will have a new multi- 
pie radiator heat exchanger. In 1956 
A. O. Smith will be the only furnace 
manufacturer offering the advantages 
of ceramic-coated anti-corrosion pro- 
tection across the board on all models 
at no extra cost. 

Considerable attention to integrating 
forthcoming heating equipment with 
central air conditioning systems which 
Permaglas has been producing has been 
given to the new lines. The horizontal 
and remote air conditioners wil! be 
changed slightly with most of the alter- 
ation confined to restyling. There will 
be a restyled and completely re-engi- 
neered Year Round Air Conditioner in 
which the cooling unit will be relocated 
from its horizontal position in the base 
to a new vertical arrangement added to 
the line. This will slightly widen but 
greatly lower the YAC, which origin- 
ally was 70 in. high. 

On the cooling side of the line, there 
will be a total of 12 models of Year 
Round Aid Conditioners, involving 
both heating and cooling, either gas or 
oil-fired, and a total of 26 models of 
strictly air conditioning units. The lat- 
ter will be both air and water-cooled 
in principle and will be of vertical, 
horizontal and remote types, involving 
capacities of two, three or five tons. 

The new vertical cooling units will 
be adaptable to existing heating equip- 
ment. To this end, the new vertical air 
conditioners, designated VAC, will be 
designed to supply a cooling com- 
panion to any new heating system. 


Servel Names Walter 
New York Distributor 


John W. Walter, Inc., Long Island 
City, New York, has been appointed 
distributor of Servel appliances for 
greater New York and northern New 
Jersey. The Walter organization will 
serve appliance dealers and gas utility 
companies in an area formerly cov- 
ered by Servel’s discontinued New 
York sales branch. 
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Dixie Products Appoints 
Four Sales Representatives 

Dixie Products, Inc., Cleveland, 
Tennessee, has announced the appoint- 
ment of four gas range sales repre- 
sentatives. 

Charles P. Connally, Jr., will expand 
Dixie representation in northern Texas. 
Before joining Dixie Products, he was 
a special sales representative for Flor- 
ence Stove Company and Congoleum- 
Nairn. 

James N. Jensen will have Colorado 
and bordering states as his territory 
for Dixie ranges. Jensen was formerly 
with Ohio Fuel Company in Coshoc- 
ton. 

A three-state territory of lowa, Kan- 
sis, and Nebraska has been assigned 
to Max R. Bowlin who joins Dixie 
Products after sales positions in South 
Bend and Elkhart, Indiana. 

Charles S. Broadhurst will represent 
Dixie in Alabama and in parts of 
Georgia and Florida. He was with 
Georgia Highway Express Trucking 
Company before joining Dixie. 


AGA Home Service Committee 
Publishes Public Relations Aid 

“Home Service Sells Through Pub- 
lic Relations” in the title of a new 
booklet prepared and issued by a sub- 
committee of the AGA Home Service 
Committee headed by Julia Hunter, 
service director of Lone Star Gas Com- 
pany. The booklet describes the many 
ways in which Home Service Work pro- 
motes sound customer and community 
relations, and how home service repre- 
sentatives contribute to company rela- 
tions, dealer relations, community re- 
lations, school relations, youth group 
relations, and press relations through 
their contacts and activities in these 
and other public relations fields. 


Norge Sales Over $125 Million; 
Up $51 Million From 1954 

Sales of Norge appliances in 1955 
exceeded $125,000,000, a new record 
more than $51,000,000 ahead of 1954. 
Judson S. Sayre, president of Norge 
Division, Borg-Warner Corporation, 
has predicted that sales in 1956 will 
surpass $150,000,000. 

Stimulated by a new line, Norge 
refrigerator sales will gain as much as 
50 per cent, Sayre predicted. He also 
forecast increases for Norge gas and 
electric ranges, both the free standing 
and built-in types. Home freezers and 
gas and electric water heaters, as well 
as conventional (wringer) washers 
would gain appreciably. 
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Gas Water Heater Shipments 
Exceed All-Time Records 

Automatic gas water heater ship- 
ments already have exceeded the all- 
time full year record established in 
1950, according to the November 
figures released by the Gas Appliance 
Manufacturers Association. 

Edward R. Martin, GAMA’s direc- 
tor of marketing and statistics, says that 
November shipments reached 192,500 
units, an increase of 7.5 per cent over 
the 179,100 shipped in the same month 
in 1954. Shipments for the 11-month 
period reached 2,559,800 units, a 21.1 
per cent increase over the number 
shipped in the same period last year 
and greater than the 2,364,500 shipped 
in all of 1950. 


TV Series, Starring Dione 
Lucas, Offered Free to 
Gas Utility Sponsors 


A series of 13 half-hour television 
shows, starring Dione Lucas, is be- 
ing offered to gas utilities on a free 
basis. 

According to Robertshaw-Fulton 
Controls Company, which is making 
available the filmed television pack- 
age, gas utilities accepting the films 
will pay only for the local air time 
plus a small service charge. 

The nation-wide show, sponsored 
last year by 84 gas utilities across the 
country, is aimed at encouraging con- 
sumer interest in automatic gas cook- 
ery and the use of gas as the modern 
home fuel. Particular emphasis will be 
placed on automatic top burner tem- 
perature controls. 

A complete package of promotional 
materials in support of the homemaker 
show will be available to the gas com- 
panies. 

Arrangement of the half-hour show 
includes three spots of one minute 
each, in which sponsors can present 
their own commercials or other mes- 
sages. Mrs. Lucas will present her en- 
tertaining cooking program On a spec- 
ially-constructed composite range, 
whose make will be unidentifiable. In 
addition to preparing foods using the 
new automatic top burner control, she 
will offer food hints, menu-planning 
table-setting short cuts 
and a new question-and-answer fea- 
ture. 


suggestions, 





Dione Lucas serves warm plum tarts to gas industry executives in television studio 
kitchen. From left are: Frank H. Post, Robertshaw-Fulton; Chester S. Stackpole, 
AGA; and Harold Massey, GAMA. 
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Walworth Buys Conoflow 
During Expansion Program 

Walworth Company, manufacturers 
of valves and pipe fittings, has com- 
pleted purchase of all of the outstand- 
ing common stock of the Conoflow 
Corporation, Philadelphia, manufac- 
turers of pneumatic automatic valve 
control equipment. Conoflow will be 
operated as an independent subsidiary 
without change in management, em- 
ployees or present policy. Walworth is- 
sued 53,537 shares of its common 
stock for all the common stock of 
Conoflow. 

This is the fourth acquisition in Wal- 
worth’s expansion and diversification 
program. Previous acquisitions as op- 
erating subsidiaries include: The M 
and H Valve and Fittings Company of 
Anniston, Alabama, valves and fittings 
for industrial sprinkler systems, water- 
works and sewerage systems; Alloy 
Steel Products Company, Inc., Linden, 
New Jersey, stainless steel valves; and, 
Southwest Fabricating and Welding 
Company, Inc., Houston, Texas, fabri- 
cators of carbon and alloy steel pipe 
for the gas, petroleum and petrochemi- 
cal industries. 


Kaiser Steel Increases 
Output 16 Per Cent 

Kaiser Steel Corporation produced 
1,485,000 ingot tons of steel in 1955, 
an increase of 16 per cent over 1954. 
Total rolled steel product shipments 
will approach 1,000,000 tons, as com- 
pared to 810,000 tons the previous 
year. 





Timken Home Heaters 
Moves to Oakmont Plant 

Timken silent automatic home heat- 
ing equipment is now coming off a new 
production line at the Scaife Com- 
pany’s Oakmont, Pennsylvania, plant, 
near Pittsburgh. 

The new operation will create ap- 
proximately 300 new jobs early in 1956 
when residential heating equipment 
production is expected to reach a high 
level. 





The company’s production of Tim- 
ken Silent Automatic heating units for 
all gases, including LP gas, includes 
forced circulation warm air furnaces, 
conversion gas burners and gas-fired 
boilers. Scaife will also produce air- 
conditioning equipment to be used in 
conjunction with gas residential fur- 
naces. 

Scaife Company purchased the Tim- 
ken Silent Automatic Division from 
Rockwell Spring and Axle Company 
in 1955. 


Edward Valves to Double Size of Laboratory 


Edward Valves, Inc., has announced 
that it is doubling the size of its Re- 
search Laboratory, Chicago. The new 
steel frame, glass and glass brick addi- 
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tion, that will include a section devoted 
to development, assembly and final 
testing of nuclear power valves, will be 
completed in the spring. 


Eclipse Appoints Northwest 
Sales Representatives 

Eclipse Fuel Engineering Company, 
Rockford, Illinois, has announced the 
appointment of two new sales repre- 
sentatives in the Northwest area. 

The Brown Engineering Company, 
Seattle, Washington, will represent 
Eclipse in that city. In Portland, Ore- 
gon, Kleenair Products Corporation 
will handle the Eclipse line of heating 
products. 


New Firm Formed to Handle 
Fuel Resource Problems 

Formation of Resources Research, 
Inc., a firm of consultants specializing 
in solving fuel resource problems for 
oil companies, utilities and other indus- 
tries, has been announced by Dr. Louis 
C. McCabe, formerly scientist director 
in the United States Public Health 
Service. 

William S. McCabe, consulting geo- 
logist of Casper, Wyoming, will be as- 
sociated in the new firm with Dr. Mc- 
Cabe and Frederick S. Mallette, execu- 
tive secretary of the Committee on Air 
Pollution Controls and Research Man- 
ager of the American Society of Me- 
chanical Engineers. 

The company will handle research 
and development in geology, mining, 
industrial wastes, water resources, and 
the economics and supply of conven- 
tional and atomic fuels. It will deal 
with such specialized problems as fuel 
sources and their evaluation for power, 
metallurgy and chemistry; research 
and engineering in air and stream pol- 
lution; water treatment and supply 
problems; and the development of fuel 
resource properties. 

The main office will be in Washing- 
ton, D. C.; with offices in New York 
City and in Casper, Wyoming. 


Wilputte to Build Ovens 
For Great Lakes Steel 


Wilputte Coke Oven Division, Allied 
Chemical and Dye Corporation, has 
been awarded a contract to build a 
battery of 78 Wilputte underjet coke 
ovens and auxiliary coal chemical re- 
covery equipment at the Great Lakes 
Steel Corporation, Detroit, Michigan 
unit of National Steel Corporation. 

The new ovens will more than dou- 
ble the capacity of the coke plant 
which was completed by Wilputte in 
1954. When the new ovens are in op- 
eration 3800 tons of coal will be proc- 
essed per day, producing 2800 tons of 
coke. 
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PIPE STOPPERS 
OF ALL KINDS 


SAFETY 
GAS MAIN 
STOPPER 


COMPANY 
INC. 


523 Atlantic Avenue 
Brooklyn 17, N.Y. 


Cable Address: GASTOPPER, N. Y. 

















MAIN 
TREATMENT 
SERVICE 
pve 


“FOGALL H” — Hot Fogging 
ae 1. OF.0 © Oar Ox 
“WETALL” 
“FLUSHALL” 
ah) OF. OF. 0 OO 


— Cold Fogging 
— Dust Laying 
— Dust Removal 


— Joint Sealing 


“SOLVALL”— Liquid Phase Gum 
“RUBBER CONDITIONER” 
— Rejuvenating Rubber Gaskets 


“IRON HYDROXIDE” 


— Purification 


GAS PURIFYING 
MATERIALS CO. 


3-15 26th Ave., 
Long Island City, N. Y. 











Home Laundry Association 
Elects 1956 Officers 


Bernard J. Hank, president, Conlon- 
Moore Corporation, Chicago home 
laundry appliance manufacturer, has 
been elected president of the American 
Home Laundry Manufacturers’ Asso- 
ciation at the group’s 40th annual 
meeting in Chicago. He succeeds W. 
Homer Reeve, president, Syracuse In- 
dustries, Division of Union Chemical 
and Materials Corporation, Syracuse, 
New York. 

Other officers elected, all for one 
year terms, included Elisha Gray, II, 
president, Whirlpool-Seeger Corpora- 
tion, St. Joseph, Michigan, reelected 
first vice president; Ray G. Halvorsen, 
executive vice president, Hamilton 
Manufacturing Corporation, Two Riv- 
ers, Wisconsin, second vice president; 
and Hal B. Miller, general manager of 
the home laundry department for Gen- 
eral Electric Company, Louisville, 
Kentucky, reelected third vice presi- 
dent. Parker H. Ericksen, executive 
vice president, Bendix Home Appli- 
ances Division of AVCO Manufactur- 
ing Corporation, Cincinnati, Ohio, was 
elected treasurer. 


$400,000 New Building 
For Coleman in Los Angeles 


Ground has been broken for a $400,- 
000 warehouse and office building in 


Los Angeles for the Coleman Com- 
pany, Inc., manufacturer of heating 
and air-conditioning equipment and 
outing products. 

The new building will permit ex- 
pansion of Coleman’s Los Angeles 
sales branch. It will have 34,500 sq ft 
of floor area, including 3500 sq ft of 
air conditioned office space. 


Rheem, Richmond Merger 
To Be Considered 

Shareholders of Rheem Manufactur- 
ing Company and Richmond Radiator 
Company will vote February 14 on the 
proposed merger of the firms. The 
transaction calls for exchange of four 
shares of Richmond for one of Rheem. 

Richmond stockholders will receive 
more than 283,000 shares of Rheem 
common stock if they approve the mer- 
ger. Rheem will also pay in full all of 
Richmond’s indebtedness under the ar- 
rangement. Richmond, which makes a 
broad line of vitreous and cast-iron 
bath and kitchen fixtures, will be main- 
tained as a separate unit of Rheem if 
the agreement goes through. 


Rheem, producer of steel shipping 
containers and automatic storage water 
heaters, also makes a wide variety of 
products for the home, including air 
conditioners, furnaces, gas ranges and 
clothes dryers. 








One of mid-west's finest peak shav- 
ing plants, des:gned, engineered and 
constructed by Draketown for lowa 
Power & L ght Corp. at Des Moines, 
lowa. Includes 15 30,000-gal. stor- 
age tanks and equipment to supply 
100 mcfh minimum and 500 mcfh 
maximum of natural gas substitute 
at 125 psig, manually or auvtomat- 
ically. 


Many other large and small utilities and manufacturers rely 
on Draketown for absolute dependability of gas supply; 
automatic or manual operation with savings all down the 
line. Over thirty-five years of gas engineering experience is 
built into every Draketown Plant. 


DRAKE & TOWNSEND, Inc. 


Consulting * Design ° 


Engineering °* Construction 


Member of: American Gas Association, LP-Gas Association, American Petroleum 
Institute, National Fire Protection Association, Canadian Gas 
Association, Agricultural Ammonia Institute. 


11 WEST 42ND STREET, NEW YORK 36, N. Y. 
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New EQUIPMENT 
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Hose Guide for Electric Reels. A 
hose guide for electric reels which al- 
lows the hose to be unreeled at a 90 
deg angle from the tank has been an- 





nounced by Master Tank and Welding 
Company as optional equipment on all 
“Time Saver” twin barrel LPG de- 
livery trucks. 

Master Tank and Welding Com- 
pany,, Dallas, Texas. 


General Controls Shutoff Valve. A 
new, improved version of General Con- 
trols B-60 self-powered automatic 
shutoff valve is now available with in- 
creased gas capacity. It features: A new 
main-line filter screen. Separate termi- 
nals for wiring of thermostat, limit 
control and pilot generator. Increased 
relay power for positive pilot valve 
operation. Simplified design with only 
four screws and one gasket. Built in 
UGI-approved pilot valve filter. Multi- 
poised, hammertone and plated finish. 
B-60 system changes include an im- 
proved new snorkel pilot generator 
which incinerates lint and dust to as- 
sure a crisp and stable blue flame. 

General Controls Company, Glen- 
dale, California. 


Cleveland Model 80W Backfiller. A 
new and wider version of the Cleveland 
backfiller, known as the Model 80W 
has replaced the original Model 80. 
The Model 80W weighs 11,500 Ib— 
approximately 1500 lb more than the 
original machine—its ground bearing 
pressure has been reduced from 7.2 to 
4.5 psi. The machine’s over-all width is 
6 ft, 3 in. and is equipped with 16-in. 
wide crawler pads instead of the 10-in. 
wide pads formerly used. The Model 
80W’s side crane capacitiy has been in- 
creased to 25,000 foot-pounds. Model 
190 Cleveland Backfiller. Power has 
been substantially increased. This ma- 
chine is now driven by a 525 cu in. 
diesel engine (93.5 hp at 1500 rpm 
governed speed) instead of the 460 cu 
in. diesel engine (71 hp at 1200 rpm) 
used formerly. Backfill clutch lever 
linkages have been improved. The over- 
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all loading height of the “190” has 
been rdeuced from 9% ft to 8 ft, sim- 
plifying transport on low-bed trailers. 
Model 320 Cleveland Trencher. The 
Caterpillar D339 engine has replaced 
the D-8800 engine in Model 320. 
Standard trench width capacity of the 
machine has been increased from 48 
in. to maximum of 52 in. Rims and 
buckets are made of heavier % in. hi- 
tensile steel. Conveyor now may be in- 
stalled for right side or standard left 
side discharge. A crawler kick-out 
clutch has been added. 

Cleveland Trencher Company, 
20100 St. Clair Avenue, Cleveland 17, 
Ohio. 


Pipe and Cable Locations. Wilkin- 
son Products Company has announced 
improvements in the Wilkinson line 
locator. The circuitry is etched or 
“printed” on to a rugged phenolic ma- 
terial instead of the prevailng hand 
wiring practice. Less variation, as be- 
tween one set and another, permits an 
interchange of the transmitter of one 
set with the receiver. Use of a rugged 
phenolic material in the instrument 
cases increases resistance to wear, and 
life of the equipment. A new design of 
loop antenna has resulted in a consid- 
erable increase of gain or useable sen- 
sitivity of the instrument. 

Wilkinson Products Company, 3987 
Chevy Chase Drive, Pasadena 3, Cali- 
fornia. 


New Gar Wood-Buckeye 308 
Ditcher. Recently introduced, it feat- 
ures hydraulic operation for both the 





machine’s conveyor drive and the dig- 
ging wheel hoist control. 

Gar Wood Industries, Inc., Wayne, 
Michigan. 





New Magnafiux Inspection Without 
Electricity. A new magnetic particle 
inspection device that requires no elec- 
trical power has been announced by 
Magnaflux. This portable Magnaflux 





YM-S Yoke Kit reliably finds cracks in 
magnetic parts or members. Comes 
complete with a metal storage and 
carrying case, and total kit weight is 
only 22 pounds. 

Magnaflux Corporation, 7300 West 
Lawrence Avenue, Chicago 31, Illinois. 


Instrument Air Regulator. Black, 
Sivalls and Bryson, Inc., have intro- 
duced a new In- 
strument Air Regu- 
lator, Type 73-26, 
that provides the 
close regulation de- 
manded for in- 
strument air supply 
in pneumatic in- 
strumentation and 
in other  installa- 
tions requiring ex- 
treme sensitivity of 
pressure output in 
small volumes of 
air or other gas. It 
features higher air 
volumes, improved 
corrosion resist- 
ance, and a 40 mi- 
cron phenolic im- 
pregnated cellulose 
filter, has a minimum pressure drift 
from set point, gives instantaneous re- 
sponse to changes in flow rate and pro- 
vides easy adjustment to within close 
limits for any pressure within its out- 
put range. Regulator can be panel or 
bracket mounted and serviced without 
removing from air line. Connections 
are 4%-in. pipe. Maximum input pres- 
sure is 300 psig. Maximum output pres- 
sure is 40 psig; 100 psig with special 
spring. 

Black, Sivalls and Bryson, Inc., 
Product Information Department, 7500 
East 12th Street, Kansas City 26, 
Missouri. 
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New Equipment 

















it Direct Drive Blower. Powerful, silent Dial Thermometer. A bimetallic dial nounced by Master. Front portion of 
i. direct drive blower is now available to thermometer, called the Bi-T herm Dial the tank fits over the fifth wheel, while 
: manufacturers of heating, cooling, re- Thermometer, for a wide variety of ap- the back portion drops down to in- 
frigerating and ventilating equipment. plications has been announced by Tay- crease capacity and lower the center 
. Utility Fan’s “Big Boy,” has an air lor Instrument. Ranges of the various of gravity. 
flow capacity to handle up to a 125,- instruments run from minus 40 F to Master Tank and Welding, Dallas. 
000 Btu 3-ton heating-cooling combi- plus 750 F, and all exposed metal parts Texas. 
nation. Big Boy retains Utility’s com- are of arc-welded corrosion-resistant 
stainless steel. Leak Detector. Beckman has devel- 
SS 1. 95 oped a new leak detection instrument. 
aytor nstrument ompanies, ° . ° +. 
{mes Street, Rochester 1, New York. tsa simplified Rag apereemances 
that uses the “radio frequency” prin- 
Step-Down Tank. Production of a ciple. Designed to detect, locate and 
step-down LPG truck tank that offers measure leaks in evacuated, pressur- 
increased capacity at the same time it ized or hermetically sealed equipment 
gives lower center of gravity and de- Beckman Instruments, Inc., Fuller- 
creased wind resistence has been an- ton, California. 
OFFERS A NEW 
. PERFECTED SAFETY CONTROL 
pact space saving design, and will de- 
. liver cadet 1400 to 1500 cfm FOR ALL } 3 aia 3 R EGU LATORS 
at a static pressure of 0.80 in. wg, with 
o low outlet velocity. Easily speed-con- 
"i trolled by choke coil or reactor. Reynolds’ new Safety Control may 
; Utility Fan Corporation, 911 East be attached to any Reynolds spring 
k. 59th Street, Los Angeles 1, California. type service regulator built in the 
0- Instant Lighting Propane Firepot. A last fifteen years. 
n- lightweight, easily portable propane 
u- firepot has been announced by the Otto {= my 
6, Bernz Company, Inc. The Bernz-O- it 
he Matic firepot provides the advantages is 
le- of lightness, compactness and easy ; 
n- portability using the propane gas dis- . 
sly posable cylinder. Capable of melting = 
n- and maintaining a 6-in. pot of lead for ——— 
nd 4 hours. One control regulates the 
la- 
*X- 
ot 
in 
of 
It 
air 
ed 
st- 
ni- 
m- Pak. 
om *# Prevent regulator from falling in a wide open position, 
oo. thus limiting the amount of gas the safety seal has to 
ro- pass. 
~ * Enable the gas company to set the regulator for a cer- 
pa tain demand and if a customer increases that, his outlet 
yut pressure would drop which would cause him to call the 
yns company and they can find out what his real demands 
es- flame, which remains steady even in are. 
es- vind or draft. It lights instantly, even 
‘ial it below zero temperatures. The unit is 
turdily constructed with an extra wide REY feo) Boh GA a °4 EG U Ww wage) co. 
1C.. base for stability. Complete with fuel 
500 ‘ylinder, the unit weighs only 8%-Ib. ANDERSON, INDIANA 
26, Otto Bernz Company, Inc., 280 Lyell 
tvenue, Rochester 6, New York. 
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Noise and Vibration Problems in 
Gas Lines. Engineers, aided by elec- 
tronics, are solving two of the vexing 
problems in transmission and distribu- 
tion of natural gas-pipe line pulsation 
and noise, a report issued by Burgess- 
Manning reveals. The report, illu- 
strated with oscillograms, drawings and 
photographs, reviews case histories of 
seven specific problems solved in the 
East, Southwest and Midwest by elec- 
tronic analysis that indicated the na- 
ture of the problem and led to its solu- 
tion by reducing vibration and elimi- 
nating excessive noise. 

Burgress-Manning Company, 1203 
Dragon Street, Dallas, Texas. 


Solenoid Pilots. Four-page bulletin 
describes several types of solenoid pi- 
lots for use with Spence regulating 
valves. List reasons for economies in 
on-off control, describes applications, 
and gives type of pilot, material of con- 
struction, maximum pressure and 
maximum temperature for two and 
three-way pilots in steam, air, gas and 
liquid service. Schematic diagrams of 
typical applications are shown. 

Spence Engineering Company, Inc. 
Walden, New York. 


Carburetion Equipment. Ensign off- 
ers a colored, fully illustrated catalog 
covering its line of LPG carburetion 
equipment. Catalog covers the subject 
from behavior characteristics of the 
fuel to the utilization as an internal 
combustion engine fuel. Diagrams and 
tables, sectional views, etc., are in- 
cluded. 

Manual No. 108, Ensign Carburetor 
Company, 7010 South Alameda Street, 
Huntington Park, California. 


Catalog Equipment. The Patrol 
Valve Company has announced a new 
relief valve catalog supplement, cover- 
ing two new temperature-pressure re- 
lief valves, Models 49x-6 and 75x-6. 
Two new pressure relief valves listed 
are Models 60 PV and 60 PL. 

The Patrol Valve Company, 2310 
Superior Avenue, Cleveland 14, Ohio. 


Cable Selection Charts. Okonite’s 
new 16-page general catalog lists all 
trade names, products and their appli- 
cations. Two selection charts, one by 
application and environment and one 
by cable type, are a practical guide in 
selecting the insulated electrical cable 
for each condition of use. Minimum 


48 


standard industry specification require- 
ments are also listed for each insula- 
tion and covering where applicable. 

Bulletin 1096, The Okonite Com- 
pany, Passaic, New Jersey. 


Plastic Pipe. National Tube has re- 
leased a 28-page bulletin covering the 
physical properties, chemical resistance 
and application of their polyvinyl 
chloride plastic pipe. 

Bulletin 24, National Tube Division, 
United States Steel Corporation, 525 
William Penn Place, Pittsburgh 30, 
Pennsylvania. 


ACIL Directory. The 1956 edition of 
the Directory of the American Coun- 
cil of Independent Laboratories, Inc. 
has been released. In addition to scope 
sheets for 67 member laboratories 
which provide details of facilities and 
services, this edition of the Directory 
includes an extensive Index of Services 
and Facilities. 

American Council of Independent 
Laboratories, Inc. 4302 East-West 
Highway, Washington 14, D.C. 


Gas Burners for Power Plants. The 
Mettler Company, Inc., has announced 
the availability of a bulletin describing 
the “Fan-Air” gas burner for forced, 
induced, or natural draft operation in 
power plants. 

Bulletin G-200-B, The Mettler Com- 
pany, Inc., 4366 Worth Street, Los An- 
geles 63, California. 


International Marketing Digest. Pub- 
lication of an “International Market- 
ing Digest”, a monthly newsletter, has 
been announced by Gaynor Colman 
Prentis and Varley, Inc., international 
advertising agency. The newsletter, 
compiled from reports prepared by 
GCPV offices and correspondents in 
more than 50 nations throughout the 
world, is being made available to firms 
concerned with foreign marketing. 

Gaynor Colman Prentis and Varley, 
Inc., 10 East 49th Street, New York 17, 
New York. 


Monel Sanimaster. The advantages 
of the direct gas-fired storage-type au- 
tomatic water heater to furnish domes- 
tic hot water for multiple dwellings are 
listed in a 4-page folder recently re- 
leased by Ruud. 

Ruud Manufacturing Company, 
2025 Factory Street, Kalamazoo, 
Michigan. 


Solder-End Valves. New line of five 
bronze, solder-end valves is illustrated 
and described in a circular recently 
published by Lunkenheimer Company. 


Lunkenheimer Company, Box 360, 
Cincinnati 14, Ohio. 


Packaged Boilers. Eclipse has pub- 
lished a bulletin that contains complete 
information on the new “Red Band” 
line of scotch-type steamboiler plants. 
All the various features of this line of 
packaged boilers are presented in this 
bulletin. 

Bulletin A-1041, Eclipse Fuel Engi- 
neering Company, Rockford, Illinois. 


Flexible Compression Fittings. Dres- 
ser Manufacturing Division has an- 
nounced publication of a catalog on 
Flexible Compression Fittings. This 
12-page brochure, illustrated both by 
photographs and drawings, highlights 
the use of these fittings on steel piping 
and copper tubing. 

Dresser Manufacturing Division, 
Bradford, Pennsylvania. 


Combination Welder Arc. Lincoln 
has announced publication of a bro- 
chure describing the four types of arc 
from one Idealarc Welder. Lists ad- 
vantages of both current and voltage 
control in ac and de welding. 

Bulletin 1343, Lincoln Electric Com- 
pany, Cleveland 17, Ohio. 


Pressure Controller. New Honeywell 
small-case indicating pressure con- 
troller is described in a recent bulletin. 
This is available in ranges from 0-50 to 
0-200 psi, with on-off or 10 per cent 
throttlor control. The case matches that 
of the small-case temperature con- 
troller. 

Bulletin 7040, Minneapolis-Honey- 
well Regulator Company, Wayne and 
Windrim Avenues, Philadelphia 44, 
Pennsylvania. 


Production Brazing and Soldering. 
Selas Corporation has announced pub- 
lication of an illustrated booklet cover- 
ing the custom-built automatic Selas 
brazing machine. 

Bulletin S-1050, Selas Corporation 
of America, Dresher, Pennsylvania. 


New Tel-O-Set Indicators. New 
Honeywell Tel-O-Set vertical scale in- 
dicator is described in a new bulletin. 
Up to date information on the Tel-O- 
Set recorders and controllers is also in- 
cluded. These miniature instruments 
are used to measure and control proc- 
ess variables such as temperature, pres- 
sure, flow, and liquid level. 

Bulletin 7202, Minneapolis-Honey 
well Regulator Company, Wayne and 
Windrim Avenues, Philadelphia 44 
Pennsylvania. 
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CALENDAR oF THE GAS 


FEBRUARY, 1956 


6-10 Western Winter Radio-TV and 
Appliance Market, Western Mer- 
chandise Mart, San Francisco. 

14-15 AGA subcommittee on appro- 
val requirements for domestic gas 
ranges, AGA Laboratories, Cleve- 
land, Ohio. 

16 AGA subcommittee on approval 
requirements for gas-fired room 
heaters, AGA Laboratories, Cleve- 
land, Ohio. 

16-17 SGA accounting management 
conference, Jung Hotel, New 
Orleans. 

16-17 SGA sales executives confer- 
ence, Jung Hotel, New Orleans. 

17 AGA subcommittee on listing 
requirements for domestic gas ap- 
pliance pressure regulators, AGA 
Laboratories, Cleveland, Ohio. 


MARCH 1956 
1-2. SGA distribution management 


conference, Jung Hotel, New 
Orleans. 

1-2 SGA transmission manage- 
ment conference, Jung Hotel, New 
Orleans. 

8-9 AGA Residential Gas Sales Com- 
mittee, St. Charles Hotel, New 
Orleans. 

12-16 National Association of Corro- 
sion Engineers, Hotel Statler, New 
York. 

15-16 American Trade Association 
Executives, Washington confer- 


INDUSTRY 


ence, Statler Hotel, Washington. 

16 Metropolitan Heating and Air 
Conditioning Council, annual meet- 
ing, Hotel Statler, New York City. 

19-21 Mid-West Gas Association, 
Hotel Fontenelle, Omaha, Nebr. 

22-23 NEGA, annual meeting, Hotel 
Statler, Boston. 

22-23 Oklahoma Utilities Association, 
annual meeting, Biltmore Hotel, 
Oklahoma City. 


APRIL 1956 

3-4 AGA research and _ utilization 
conference, Cleveland, Ohio. 

4+-6 AGA General Management 
Section, spring conference, Conrad 
Hilton Hotel, Chicago. 

5 GAMA 7th annual automatic 
gas range conference, Hotel Pierre, 
New York. 

6 Maryland Utilities Association, 
annual business conference, Lord 
Baltimore Hotel, Baltimore, Mary- 
land. 

13-14 Florida-Georgia Gas Associa- 
tion general management confer- 
ence, Lakeside Inn, Mount Dora, 
Florida. 

14-15 SGA conference on use of elec- 
tronic computers by engineering 
personnel, Hilton Hotel, El Paso, 
Texas. 

16-18 National Conference of Electric 
and Gas Utility Accountants, 
Hotels Biltmore and Commodore, 
New York. 

16-19 AGA sales conference on indus- 


trial and commercial gas, Hotel 
Roanoke, Roanoke, Virginia. 

17-19 Southwestern Gas Measure- 
ment Short Course, University of 
Oklahoma, Norman, Oklahoma. 

19-20 Indiana Gas Association, 
French Lick Springs Hotel, French 
Lick, Indiana. 

19-21 GAMA annual meeting, The 
Greenbrier, White Sulphur Springs, 
West Virginia. 

23-25 SGA convention, Dallas, Texas. 

23-25 AGA Mid-West regional gas 
sales conference, Edgewater Beach 
Hotel, Chicago. 

30-May 2 Chamber of Commerce of 
the United States, annual meeting, 
Washington. 


MAY 1956 


6-9 LPGA convention and trade 
show, Conrad Hilton Hotel, Chi- 


cago. 

7-10 AGA distribution, motor ve- 
hicles and corrosion conference, 
Congress Hotel, Chicago. 

7-11 National Restaurant Associa- 
tion convention and exposition, 
Navy Pier, Chicago (AGA ex- 
hibit). 


7-11 AGA commercial gas school, 
Edgewater Beach Hotel, Chicago. 
7-11 Natural Gas & Petroleum Asso- 
ciation of Canada, General Brock 

Hotel, Niagara Falls, Ontario. 

9-11 American Welding Society 
Show, Memorial Auditorium, Buf- 
falo, New York. 

10-11 AGA gas supply, transmission 
and storage conference, Conrad 
Hilton Hotel, Chicago. 
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RICHARD W. STAFFORD 
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COAL AND COKE HANDLING 
Complete engineering and installation service for coal and coke 
handling, screening, crushing, skip hoists and storage bins, in 
cluding alterations to existing conveying and screening plants 


(Hewitt Robins) 





ROBINS ENGINEERS DIV 
157 Chambers St., New York 7, N.Y 
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Trade Personals 





@ C. A. “Joe” Miller has been ap- 
pointed sales manager, heating and air 
conditioning, Mission Appliance Cor- 
poration. 





G. B. McClellan A. L. Hawley, Jr. 


@ George B. McClellan, San Fran- 
cisco, has been appointed sales man- 
ager of William Wallace Company, 
Belmont, California, manufacturers of 
gas vent pipes. McClellan will succeed 
A. L. Hawley, Jr., who has resigned 
from the company to devote full time 
to the Vacu-Blast Company, Belmont. 
He will continue to serve William Wal- 
lace in a consulting capacity. 


@ John H. Wall has been appointed 
executive vice president of Servel, Inc. 
For the past year he has been vice 
president and general manager of Ser- 
vel’s home appliance division. 


@ Dr. Harold V. Gaskill of Iowa 
State College has accepted a position as 
vice president in charge of planning 
for Collins Radio Company. He has 
been Dean of the Division of Science 
and Director of the Industrial Science 
Research Institute at Iowa State Col- 
lege since 1938, and has been in charge 
of the research planning of the in- 
stitute. 


@ Kenneth H. Gayle, Jr., former 
president of Ingalls Iron Works Com- 
pany, Birmingham, Alabama, has been 
elected president of Delta Tank Manu- 
facturing Company, Inc., Baton Rouge, 
Louisiana. 


@ Four executive appointments and 
a retirement have been announced by 
Robertshaw-Fulton Controls Com- 
pany. 

Woodford D. Miller, vice president 
and the general manager of the Rob- 
ertshaw Thermostat division, has been 
made executive vice president in charge 





Foreign Construction positions open. A long 
established company requires two experi- 
enced gas engineers to act as Construction 
Superintendent and Technical Superintend- 
ent on 200 miles large gas line in Pakistan. 
Communicate with H. H. Hall, 141 Battery 
Street. San Francisco, California, Telephone 
DOuglas 2-4032. 
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of the company’s eastern operations. 
Frank H. Post, assistant vice president, 
succeeds Miller as vice president and 
general manager of the Robertshaw 
Thermostat division. Post has been 
with the company 18 years. George 
Mertz has been appointed assistant to 
the general manager of the thermostat 
division. Jean V. Giesler, executive 
vice president, will retire on February 
1, 1956 as general manager of the Ful- 
ton Sylphon division after almost 43 
years of continuous service. He will 
continue to serve as a consultant for 
the company. Freeman G. Cross, vice 
president, will succeed Giesler as gen- 
eral manager of the Fulton Sylphon 
division. Cross has been with the com- 
pany 28 years. 


@ Shirley Pember- 
ton has been ap- 
pointed to the home 
economics staff of 
Robrtshaw-Fulton 
Controls Company. 
She was formerly 
with International 
Milling Company, 
serving as home 
economist. 





Shirley Pemberton 


@ Five new sales office appointments 
have been announced by The Foxboro 
Company, Foxboro, Massachusetts. 
E. W. Prendergast, formerly branch 
manager at Atlanta, has been made 
regional manager of the Southeast ter- 
ritory. R. F. Sutton has been transfer- 
red from the Pittsburgh sales office to 
Pensacola, Florida, where he is serving 
as industrial engineer. Also assigned 
were industrial engineers F. J. Stevens, 
Jr., who will work out of the Lakeland, 
Florida, branch, H. C. Craig, transfer- 
ring from Gray, Maine, to Jacksonville 
as branch manager, and L. C. Estes, 
Atlanta branch. G. W. Reed, Jr., has 
been named manager of Foxboro’s 
New Orleans office and J. K. Younkins, 
manager at Charleston, West Virginia. 
Joining the company as industrial en- 
gineers were W. H. Rhyne, T. A. 
Jones and M. N. Walker who will be 
assigned to the Chattanooga, Charlotte, 
and Knoxville offices respectively. 


@ Howard J. Berkel has been ap- 
pointed director of personnel for 
Bryant division of Carrier Corpora- 
tion, Syracuse, New York. He has been 
with Carrier since 1951. 


@ Frank G. Wiley has been appointed 
sales manager and Warren Schoon- 
maker, sales promotion manager for 
Servo Corporation of America, New 
Hyde Park, Long Island, New York. 
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Why it pays these days 





to give gas holders the 
best maintenance care. 


ONSIDERING that new installations for water- 
less or water seal holders are more costly and 
difficult to locate, regular maintenance service on 
existing equipment today is a vital consideration in 
your operating program. And it’s of immediate value 
when you realize that systematic inspection often 
results in more favorable insurance rates. 

That’s why it will pay you to investigate the 
Koppers complete Gas HoLpER MAINTENANCE 
SERVICE . . . a service carried by many companies on 
a yearly basis. Here’s what it consists of: 


LGR LCT 
Me 


Pe Bes anion. 





| 
| 
| 
METAL PRODUCTS DIVISION 
KOPPERS COMPANY, INC., BALTIMORE 3, MD. | 
This Koppers Division also supplies industry with | Name 
Fast’s Couplings, American Hammered Industrial | —— 
Piston and Sealing Rings, Koppers Electrostatic | oer 
Precipitators and Aeromaster Fans. | Address 
Engineered Products Sold with Service City 


Koppers engineers, employing the experience and 
research information amassed in over 77 years of 
serving gas holder users, go over your equipment 
step by step, following tried and proved testing 
methods. 

They check all structural and mechanical parts for 
soundness and smoothness of operation. Make writ- 
ten reports. Predict probable service life. Then, they 
list desirable repairs and make recommendations that 
will assure maximum service with satisfaction at 
minimum costs. 

This written report is submitted to you. When 
O.K.’d, the entire job is done by Koppers’ experi- 
enced repair and service department. No piece-meal 
work. No division of responsibility. 

It’s a small price to pay for dependable, year-round 
service, efficient operation and long gas holder life. 
Why not investigate this service today? Mail this 
coupon for full details. 


Gentlemen: | am interested in learning more about your gas holder service 


program. | understand | am under no obligation. 


KOPPERS COMPANY, INC., Gas Apparatus Dept. 
Metal Products Division, 4202 Scott St., Baltimore 3, Maryland. 
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1 SPRAGUE COMBINATION 
LATOR ® 2 METER LOOPS @ 
SWIVELS 


Only five parts, four 
connections are ne 
installation. Sim 
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